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Robin, 

There are some biomarker measures that are reporting below the limit of detection. Do you have any thoughts as to how 
such values should be handled in the analyses? 

I spoke with Hans who suggested that nicotine should be. the most important variable to consider in determining the 
sample size, is there a bionnarker or some priority of biomarkers that should be considered as we examine the data to 
determine whether more than one sample should be taken? In addition to nicotine can you prioritize the biomarkers that 
should be considered in the determination of sample size? 
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